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UNCLASSIFIED 

PAGE 01 TOKYO 1 1042 220920Z 

II 

ACTION OES-06 

INFO OCT-OI EA-09 ISO-00 HEW-06 /022W 

10I1I8 

P 220827Z JUL 76 

FM AMEMBASSY TOKYO 

TO SECSTATE WASHDC PRIORITY 1006 

UNCLAS TOKYO 1 1042 

FOR OES/APT/BMP, MR. WALSH 

E.O. 11652: N/A 
TAGS: TPHY, TBIO, JA 

SUBJECT: U.S.-JAPAN COOPERATIVE MEDICAL PROGRAM - BENNETT/ 
KUROKAWA LETTER 

REE: TOKYO 10919, STATE 180342 

1. KUROKAWA INFORMED OF BENNETT PLANS TO VISIT DACCA 
CHOLERA RESEARCH LAB FOLLOWING SEPT. MEETING. KUROKAWA 
WOULD LIKE EULL DETAILS OE PROPOSED TRIP SO THAT HE CAN 
SURMIT FUNDING REQUEST TO MIN OF HEALTH AND WELFARE. 
KUROKAWA SAID HE WILL PROBABLY BE UNABLE TO MAKE THE TRIP 
BUT ONE OR MORE OF HIS ASSOCIATES MAY BE INTERESTED. 

2. PLEASE HAVE BENNETT PROVIDE DETAILS OF TRIP FOR 
TRANSMITTAL TO KUROKAWA. 
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